
Baird-Atomic, Incorporated 
33 University Road 
Cambridge, Massachusetts 

25X1 A Gentlemen: 


1 3 FEB 19 64 


No. 

20 




s document constitutes Amendment No. 1 to Contract 
entered into between the parties hereto as of 
1963. 


2. By this Amendment No. 1, PART I _ WORK TO BE PERFORMED, 
of the contract is amended by the addition of the following: 

"The Contractor shall furnish up-to-date technical 
manuals for the sextants as refurbished under this contract 
in accordance with his Proposal for Model 5111E Bubble Sextant 
Manuals transmitted as an attachment to his letter number 
DOC. JDN-63-00046 dated 19 November 1963. At least three copies 
per sextant shall be required." 

3. The consideration set forth in PART III _ CONSIDERATION 
AND PAYMENT of the contract schedule constitutes a unit price for 
the modification of each sextant of $2,800.00 each. The progress 
payments paid under PART VII _ PROGRESS PAYMENTS will be liqui- 
dated against initial deliveries of completed units at the rate 
of $2,800.00 per unit, and the remaining units will be billed at 
this $2,800.00 unit price. The total price for the manuals re- 
quired by this Amendment No. 1 will be ten thousand, three 
hundred and fifty dollars and no cents ($10,350.00). 

All shipments under this contract shall be F.O.B. Contractors 

25X1 A plant * 

4. The above results in a net increase in the contract price 


5. All other terms and conditions shall be and remain the 

same . 

6. Please indicate your acceptance of this Amendment No. 1 
by the execution of all three copies hereto. The original and one 
copy are to be returned to the undersigned; the remaining copy 

25X1 A may be retained for your files. 
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